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This  Note  gives  the  results  of  experiments  carried  out  with  IOOO  lb  Mk.lO 
bombs  at  R.A.F.  Idris,  August-September,  1962. 

Values  are  given  for  the  temperatures  recorded  on  and  within  bombs  stored 
in  full  sunli^.t.  It  is  inferred  that  there  is  little  danger  of  the  filling 
melting  even  under  the  worst  tropical  conditions. 

Results  of  flight  trials  confirm  the  tables  of  speed  restrictions 
previously  issued  (R.A.E.  Tech.  Note  No.  Arm  704)  for  external  carriage  of 
V.T.  fuze  No. 906  and  1OOO  lb  bombs. 

Some  information  is  given  regarding  the  met.  conditions  at  Idris  during 
the  period  of  the  trials. 
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1  INTRODUCTION 


During  the  recent  Buccaneer  tropical  trials  at  R.A.F.  Idris,  Libya, 
August-Septeraber,  1962,  on  R.A.E.  team  attended  to  study  the  behaviour  of  various 
weapons  under  tropical  or  near-tropical  conditions. 

This  Note  is  concerned  solely  with  tests  on  the  1000  lb  lOc.lO  bomb 
(although  the  results  are  applicable  equally  to  the  1000  lb  N.1  bomb)  and  covers 
the  following  conditions: - 

(a)  heating  of  the  bomb  v/hen  stored  on  the  ground  in  the  sun, 

(b)  heating  of  the  bomb  on  the  aircraft  pylon,  with  the  aircraft  standing 
in  the  sun  on  the  ground, 

(o)  heating  of  the  bomb  in  the  aircraft  bomb  bay  during  flight, 

(d)  kinetic  heating  of  the  bomb  in  flight  when  carried  externally  on  the 
aircraft  pylon. 

Case  (a)  was  covered  adequately  in  the  period  before  the  aircraft  arrived 
at  Idris,  but  owing  to  the  short  tine  during  which  a  serviceable  aeroplane  was 
available  (5  days)  for  all  the  tropical  trials,  only  one  test  could  be  made  under 
each  of  cases  (b)  to  (d). 

In  addition  to  the  heat  measurements  made  on  the  bombs,  solar  radiation 
intensity  was  measured  near  by  and  data  on  shade  temperature,  wind  speed  and 
direction,  humidity  and  low  cloud  coverage  was  obtained  from  the  Idris  Mot. 
Office, 

Most  of  the  trials  undertaken  had  as  aim  the  verification  of  previously- 
propounded  theories  on  bomb  heating  under  near-tropical  conditions.  This  was 
done,  as  far  as  possible,  but  flight  limitations  imposed  on  the  aircraft 
(550  knots  maximum  speed,  with  r.ir  temperature  not  to  exceed  35°C)  made  it 
impossible  to  obtain  as  high  bomb  temperature  increases  over  U.K,  summer  fli^t 
conditions  (lower  air  temperatures  but  higher  aircraft  speeds)  as  had  been 
hoped  for. 

2  YfEATHER  CONDITIONS 


Owing  to  delay  in  starting  the  trials  (August  21  st  instead  of  mid-July) 
the  air  temperatures  experienced  at  Idris  were  not  as  high  as  had  been  expected, 
being  generally  in  the  low  50s  centigrade,  with  the  occasional  excursion  to 
35°C. 

There  were  many  cloudless  days,  but  cloud  cover  tended  to  increase  towards 
the  end  of  the  trials  (mid-September)  and  for  several  days  at  the  end  of  August 
sand-storms  were  blowing. 
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Appendix  1  gives  details  of:- 

shade  temperature, 

humidity, 

low-cloud  cover, 

wind  speed  and  direction, 

solar  radiation, 

for  the  days  on  whloh  the  trials  reported  in  this  Note  were  carried  out. 

The  Appendix  also  gives  maximum  and  minimum  shade  temperatures  for  the 
whole  period  of  the  trials. 

The  solar  radiation  was  measured  with  a  Kipp  Solarimeter  which  had  been 
calibrated  at  Kew  Observatory. 

3  IN3TR11KENTATI0N 


3.1  Bomb 

The  1000  lb  Mk.lO  bomb  was  fitted  with  eighteen  platinum-law  resistance 
thermometer  elements  arranged  in  two  groups  of  nine  as  shown  in  Fig.1. 

Of  each  group  of  three  elements,  one  was  Just  below  the  surface  of  the 
bomb  skin,  one  was  at  the  surface  of  the  bomb  filling  and  one  was  3  cms  deep  in 
the  filling. 

Full  details,  with  diagrams,  are  given  in  Ref.1,  the  only  difference  being 
that  for  the  trials  described  in  this  Note  the  cables  from  the  thermometer 
elements  were  brou^t  out  from  the  rear  fuze  well  and  not  from  a  hole  out  in  the 
top  of  the  bomb. 

The  instrumented  bomb  was  filled  with  an  inert  substance  having  heat 
properties  as  close  as  possible  to  those  of  Torpex  2A  (see  Ref .1 ,  Appendix  l) 
and  connexions  were  provided  into  the  nose  fuze  well  so  that  a  V.T.  fuze, 
instrumented  with  two  resistance  thermometer  elements  (one  on  the  power  pack, 
one  on  the  amplifier)  could  be  connected  if  desired. 

3.2  Recording 

Two  methods  were  used  for  recording  temperatures.  For  the  ground  trials, 
the  leads  from  the  thermometer  elements  were  connected  to  a  selector  box  in  which 
each  element  could,  in  turn,  be  connected  to  a  ratlometer  which  gave  a  direct 
temperature  reading. 

For  fli^t  trials,  the  same  method  could  not  be  used  and  a  photographic 
recorder  was  constructed  to  fit  Inside  the  bomb  tail,  mounted  on  anti-vibration 
mountings.  (See  i^pendlx  2  for  details.)  Once  every  minute  twelve  of  the 
thermometer  elements  in  the  bomb  (the  desired  twelve  being  selected  before  the 
trial)  were  sampled  automatioedly,  connected  to  a  ratlometer,  and  the  ratlometer 
dial  together  with  an  adjacent  clock  photographed  after  allowing  five  secs  for 
the  ratlometer  needle  to  take  its  correct  position  on  the  dial. 
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This  cycle  of  twelve  samples  per  minute  could  be  repeated  for  as  long  as 
the  recorder  was  switched  on.  Power  from  the  recorder  was  obtained  from  the 
pylon  or  bomb  bay  (for  external  or  internal  carriage  respectively)  and  fed  to 
it  either  throu^  a  two-pin  plug  in  the  base  of  the  tail  (internal  carriage 
only)  or  via  leads  which  entered  the  bomb  throu^  the  E.L.  fuzing  position  and 
emerged  from  the  tail  fuze  well  to  be  connected  to  the  recorder. 

In  practice,  it  was  found  better  to  sample  eleven  resistance  elements  in 
turn  and  to  leave  the  twelfth  position  unconnected  to  form  an  identification 
point  once  in  each  cycle. 

The  accuracy  of  the  system  is  such  as  to  give  mean  temperature  rises 
oorreot  to  t2°C,  Before  test,  care  was  taken  to  ensure  that  the  bomb  was  stored 
in  such  a  way  that  its  temperature  was  reasonably  constant  throughout.  The  mean 
value  obtained  from  a  pre-test  record  was  taken  as  the  initial  temperature  of 
the  bomb.  Bomb  temperatures  throughout  the  trial  were  then  obtained  by  adding 
this  result  to  the  values  of  temperature  rise  obtained  from  the  film. 

4  GROUND  TRI.ftI.S 

4.1  Bomb  on  ground  trolley 

Three  trials  were  carried  out  with  the  bomb  on  a  bomb  trolley  Inside  a 
compound  such  that  it  was  effectively  shielded  from  wind  but  was  in  the  full  sun 
for  moat  of  the  daylight  hours  (06.30-20.00  hrs  local  time,  C.K.T.  +  2  hrs). 

The  shielding  from  wind  was  not  intentional. 

The  trolley  was  placed  in  position  after  dark  the  previous  evening  (this 
was  dictated  by  other  trials  carried  out  in  parallel)  and  left  in  position  all 
nl^t,  recording  starting  at  04.00  hrs  the  next  morning  and  continuing  until 
04.00  hrs  of  the  next  day. 

The  conditions  of  test  were  as  follows :- 

Trial  1 ,  bomb  in  north-south  orientation  with  nose  to  south.  No  tail 
fitted.  V.T.  fuze  No. 906  fitted. 

Trial  2,  bomb  in  east-west  orientation  with  nose  to  east.  No  tail  fitted. 
No  V.T.  fuze  fitted. 

Trial  3,  bomb  in  east-west  orientation  with  nose  to  east.  Tail  No.11 4 
fitted.  No  V.T.  fuze  fitted. 

Tables  1-3  show  the  temperatures  attained  during  the  three  trials  together 
with  the  relevant  met.  data;  Figs. 2-10  show  the  temperature  data  in  graphical 
form. 

4.2  Bomb  on  pylon 

One  trial  (No.4)  was  conducted  with  the  bomb  mounted  on  the  Inboard  port 
pylon  of  the  aircraft  parked  on  the  airfield  with  its  nose  pointing  west. 
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Agelni  the  bomh  was  put  into  position  the  previous  evening,  but  owing  to 
aircraft  servioing  requirements  recording  was  only  possible  between  09.30  hrs 
and  14.00  hrs,  during  which  time  the  bomb  was  almost  completely  shaded  from 
direct  sunll^t  by  the  aircraft  wing.  It  was  not  shielded  from  suoh  wind  as  was 
blowing. 

Table  4  shows  the  results  obtained. 

4.3  Results  obtained 


4.3.1  Comparison  between  Figs. 2,  5  and  8  shows  clearly  the  different 
effect  arising  out  of  the  direction  in  which  the  bomb  was  pointing.  In  Fig. 2, 
with  bomb  pointing  south,  the  sun  was  on  the  port  side  during  the  morning,  then 
changed  to  the  starboard  side  for  the  hottest  part  of  the  day  (14.00-1 6.00 
local  time). 

In  Figs. 3  and  8,  the  bomb  nose  pointed  to  the  east  and  the  starboard  side 
was  in  the  sun  all  day  long,  with  the  port  side  partly  shaded  from  direct  sun¬ 
light  by  the  top  of  the  bomb. 

For  all  thz*ee  oases,  the  bottom  of  the  bomb  never  received  full,  direct 
sunlii^t  and  the  temperatun  rises  there  are  only  sll^tly  greater  than  those  of 
the  ambient  shade  teo^erature,  augmented,  peiiuq>s,  by  some  slijiit  reflexion  from 
the  ground. 

Tigs <3 >  ^  and  9  ahow  that  in  only  one  case  does  the  ten^erature  at  the 
surface  of  the  bomb  filling  exceed  30°C,  and  that  only  marginally. 

During  the  hours  of  darkness  the  bomb  cools  steadily  and  by  dawn  next 
morning  is  completely  ocoled  to  air  ambient  temperature  tdiioh,  for  the  duration 
of  the  trials,  was  generally  slightly  below  20‘’C. 

Considering  the  state  of  affairs  at  a  depth  of  3  oms  into  the  filling 
(Figs .4,  7  and  10)  we  see  that  the  maximum  mean  temperatures  for  the  three  trials 
are  42,  34  and  38^C  respectively  rdth  an  over-edl  mean  of  38°C.  Individual 
points  exceed  these  values  for  a  time,  but  nowhere  do  the  temperatures  approach 
near  to  the  melting  point  of  Torpex  (70-80°C).  The  amount  of  filling  to  a  depth 
of  3  oms  is  about  ^  the  oapacily  of  the  bomb  and  consequently  the  major  part  of 
the  filling  will  be  at  a  teoperature  of  less  than  the  38°C  quoted  above,  which 
itself  represents  a  temperature  rise  of  about  l8^C. 

Even  under  maximum  temperature  atmosphere  conditions  the  initial  morning 
temperature  would  probably  be  not  veiy  much  in  excess  of  20^C.  If  the  bomb 
filling  temperature  rose  by  tT/ioe  the  amount  found  in  these  trials  (and  this  is 
most  unlikely)  it  would  still  be  oonjiderably  below  melting  point. 

It  appears,  then,  that  there  is  little  danger  of  the  bomb  filling  iseltlng 
(except  periiaps  for  very  local  melting  at  the  surface  of  the  filling)  during 
ground  storage  and  that  a  maximum  mean  teoperature  of  33^0  for  the  filling,  as 
has  been  assumed  previously  (Ref.l),  is  reasonable. 

Some  protection  is  usually  provided  for  stored  bombs,  and  even  a  tarpaulin 
sheet  would  reduce  local  temperature  rises  considerably  (see  para.4.3.3)* 
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4.3.2  The  V.T.  fuze,  (Trial  N0.I,  Table  I)  did  not  appear  to  heat  vp 
quite  so  much  as  might  have  been  expected.  It  is,  honever,  a  light  structure, 
very  susoeptibel  to  cooling  from  changes  of  ambient  teiqperature  and  by  oonduo- 
tion  into  the  bomb. 

4.3*3  On  the  pylon,  very  little  temperature  change  was  noticed  during  the 
period  of  the  test,  since  the  bomb  was  almost  completely  in  the  shade  from  the 
aircraft  wing  throughout  the  whole  period  and  was  also  exposed  to  the  wind  (up 
to  7  knots  from  a  south-easterly  direction).  Table  4  shor/s  the  temperatures 
reached  and  the  met.  conditions  for  the  day. 

This  trial  shows  how  effective  some  shielding  from  direct  sunlight  can  be 
in  keeping  down  bomb  temperatures;  trials  carried  out  on  other  stores  at  the 
same  period  showed  that  a  simple  awning  of  dark  cloth  on  a  ll^t  frame  made  a 
considerable  reduction  in  store  temperature  as  against  the  case  of  no  shielding. 

It  is  probable  that  on  the  Buccaneer  less  shading  would  have  occurred  on 
the  outboard  pylons,  but  as  these  are  not  yet  available,  it  could  not  be  tried. 

Only  one  trial  could  be  carried  out  on  the  pylon  since  this  was  the  only 
occasion  on  which  the  aircraft  stood  out  in  the  sun  for  a  long  period. 

5  ELISHT  TRIALS 

5.1  Bomb  in  bomb  bav 

Since  the  available  flying  time  of  the  aeroplane  was  so  short,  only  one 
flight  could  be  carried  out  with  the  instrnnnented  bomb  and  three  uninstrumented 
ones  in  the  bomb  bay,  with  the  instrumented  one  in  tho  fonvard  port  position 
when  the  bomb  doors  wore  closed. 

The  906  V.T.  fuze  was  fitted  to  the  bomb  and  in  addition  "Temp-plate" 
temperature  indicators  were  attached  to  the  ejector  release  units  as  close  to 
the  cartridges  as  possible. 

The  flight  was  made  with  bomb  doors  closed  under  the  following  conditions 
(Trial  N0.5):- 


Speod  550  kts  (M  =  O.81). 

Height  500  ft. 

Duration  40  minutes. 

Air  temperature  30°C. 

*  Table  3  gives  the  temperatures  recorded  in  bomb  and  fuze.  Flg.11  is  a 
plot  of  the  temperatures. 

•  5*2  Bomb  on  pylon 

Again,  only  one  flight  was  possible  (Trial  No. 6)  with  the  instrumented 
bomb  on  the  port  inner  pylon  and  an  uninstrumented  one  on  the  corresponding 
starboard  pylon. 
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Before  arriving  at  Idris  the  pylons  had  not  been  fitted  to  this  aircraft • 
even  for  trial |  and  consequently  no  poirer  supply  to  run  the  recorder  was  avail¬ 
able  in  the  pylon.  One  was  eventually  improvised,  sufficient  for  this  one 
fillet. 

With  the  pylons  supplied  with  this  aircraft  there  were  no  fairings  to  fill 
the  gaps  between  bomb  and  sole  plate  at  bomb  nose  and  tail,  and  in  consequence 
there  was  a  free  path  for  air  to  be  forced  into  the  pylon  and  over  the  E.R.U. 
with  a  possibility  of  seriously  overheating  it^. 

Consequently  an  initial  fll^t  was  carried  out  at  a  speed  of  450  bts  (with 
the  instrumented  bomb  replaced  by  an  uninstrumented  one)  with  the  E.R.Us  fitted 
with  "Temp-plate"  indicators  as  for  the  internal  carriage.  After  the  fligb't.  the 
Z.S.U.  ten^eratures  had  not  exceeded  65*^0  and  it  was  decided  to  be  safe  to  carry 
the  instrumented  bomb  at  550  kts  (aircraft  maximum  for  those  temperature 
conditions). 

Table  6  gives  the  temperatures  measured;  7lg.1 2  gives  the  temperature  data 
in  graphical  form. 

5.3  Results  obtained 


5.3.1  In  the  boob  bay.  most  of  the  heat  is  derived  from  internal  sources 
(hot  adr  exhausted  into  the  bomb  bay)  rather  than  from  kinetic  heating  of  the 
aircraft  skin.  This  internal  heating  takes  place  whenever  the  engines  sure  run  on 
the  ground  or  in  the  air.  and  pre-fli^t  running  of  them  accounts  for  the  hi^ 
(32‘’C)  initial  bomb  teo^erature  (Fig.1l). 

Only  at  the  end  of  the  flight  was  the  tenperature  begiiming  to  level  off 
on  the  bomb  skin,  whilst  it  was  still  rising  inside.  In  an  empty  boob  bay.  sir 
tesperatures  of  about  80°C  have  been  recorded.  The  large  thermal  inertia  of 
4  X  1000  lb  bombs  is  such  that  they  are  here  settling  down  to  a  steady  tespera- 
ture  well  below  This  accords  with  the  results  of  trials  undertaken  on  a 

mock-up  bomb  bay^  to  investigate  the  kinetic  heating  of  bombs  placed  in  it. 

Those  bombs  took  longer  to  heat,  since  the  heating  was  purely  by  convection  from 
the  heated  bomb  bay  skin,  there  being  no  flow  of  hot  air  as  in  this  case,  but  in 
no  case,  even  after  prolonged  heating,  did  they  attain  a  teiqperature  anything 
like  the  air  teaperature  reached  in  an  empty  bomb  bay  under  identical  heating 
conditions. 

For  the  fliAt  conditions  used,  the  aircraft  skin  tenperature  would  have 
risen  to  about  63°C.  slightly  lower  than  reoovexy  tenperature  (66*^0).  so  there 
would  have  been  some  tendency  for  heat  from  the  hot  air  flow  to  flow  outwards 
from  the  bomb  bay  as  well  as  into  the  bombs. 

The  V.T.  fuse,  being  a  light  structure,  heats  up  more  than  does  the  bomb 
and  its  final  tenperature  (65°C  mean)  is  probably  a  reasonable  assesmsent  of 
effective  bomb  bay  tenperature.  In  this  flight  its  temperature  was  such  that  its 
sensitivity  would  be  almost  halved;  when  higdier  speeds  become  possible  with  this 
aircraft  it  will  over-heat  even  more  unless  the  bomb  bay  hot  air  flow  can  be 
reduced. 
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The  E.R.U.  oartridges  did  not  ovexiieat  In  the  bomb  bay.  Their  maximum 
temperatures  being  less  than  65°C. 

5.3*2  On  the  pylon,  the  bomb  skin  quickly  rises  to  within  a  few  degrees 
of  recovery  temperature,  as  would  be  expected^ ,  but  there  is  no  serious  over¬ 
heating  of  the  bomb  filling  during  the  fli^t  period.  The  limitation  is  that 
the  filling  ten^erature  must  not  exceed  80°C  at  a  depth  of  3  oms.  Under  the 
conditions  of  this  flight  (speed  M  =  0.8l ,  ambient  temperature  30°C)  Ref.1  shows 
that  flight  should  be  possible  at  U  »  1 .65  for  40  minutes  before  overheating  of 
the  filling  occurred. 

The  same  paper  also  shows  that  the  corresponding  fli^t  limitation  on  the 
V.T.  fuze  (before  its  tenq>erature  reached  70*^0)  would  be  M  =  0.9.  !niis  agrees 
well  with  the  65°C  found  in  this  fli^t  at  M  =  0.81 . 

After  the  flight  the  K.R.U.  cartridges  were  found  to  have  reached  a 
temperature  of  75®C  which  exceeds  the  temperature  (70®C)  to  which  they  are 
tested. 

Until  fairings  are  provided  on  the  pylon,  it  seems  likely  that  E.R.U.  and 
V.T.  fuze  tenqperatures  will  provide  flight  limitations  rather  than  bomb 
ten;>eratures. 


After  the  fli^^t,  the  two  upper  tail  attachment  screws  (No.1l4  tail)  wore 
loose  by  about  one  turn,  althou^  they  were  tightened  as  hard  as  possible  before 
flil^it. 


6  COUPARISON  TITH  THEORETICiiL  FIGURES 

A  previous  papez^  showed  that  for  a  homogeneous  body  suoh  as  a  conventional 
bomb,  a  good  approximation  to  the  temperatures  oocurlng  at  any  point  within  the 
filling  after  a  given  time  from  start  of  heating,  could  be  obtained  by  treating 
the  bomb  as  a  cylinder  of  explosive  and  using  standard  conduction  theozy  for  suoh 
a  body,  with  a  known  skin  temperature. 

Table  6  and  Fig.l2  show  the  temperatures  calculated  on  this  basis  for  a 
point  3  oms  into  the  bomb  filling,  using  the  measured  values  of  bomb  skin 
temperature.  These  calculated  values  agree  with  the  measured  ones  at  the  same 
depth  to  within  2-3®C,  the  calculated  ones  being  sll^tly  higher  than  the 
measured  ones. 

This  is  to  be  expected,  since  the  theory  neglects,  for  sisplifioation,  the 
bitumen  layer  between  bomb  case  and  filling,  but  the  agreement  is  close  enough  to 
permit  use  of  theoretical  values  in  future,  at  least  initially,  with,  possibly, 
confiivatoiy  fli^t  tests  later  on. 

The  values  of  fll^t  limitations  given  in  Ref.1  should  now  be  considered  as 
accurate  for  external  carriage  of  1000  lb  bombs  and  906  V.T.  fuzes.  For  con¬ 
venience,  these  fli^t  limitations  are  reproduced  here  as  Tables  7  and  8. 
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7  C0HCLU8I0W8 

(1 )  The  ute  of  theoretloal  temperatures  for  a  regularly-shaped  and  homo¬ 
geneous  store,  as  advocated  in  R.A.5.  Tech.  Note  No.  Arm  702,  Is  Justified,  and 
gives  results  slightly  hij^r  than  would  be  obtained  in  praotloe. 

(2)  Bombs  stored  out  in  the  sun  under  troploal  or  semi-troploal  oonditions 
will  have  a  maximum  mean  filling  temperature  of  about  35°C.  At  no  point  are  they 
likely  to  beooma  hot  enou^  to  melt  the  filling. 

A  simple  awning  on  a  light  frame  would  reduce  the  heating  oonsidsrably, 

(3)  ‘^en  the  Buccaneer  is  standing  on  the  ground,  bombs  on  the  inboard 
pylons  do  not  suffer  much  temperature  increase,  due  to  shielding  from  the  sun  by 
the  aircraft  wing. 

(4)  No. 906  V.T.  fuses  ovox4ieat  when  carried  in  the  Buccaneer  bomb  bay  due 
to  the  high  temperatures  there,  arising  from  the  injection  of  hot  air  from  else¬ 
where  in  the  aircraft. 

(5)  The  tables  of  flij^t  limitations  for  externally-carried  1000  lb  bombs 
and  No.9w  V.T.  fuses  given  in  Tech.  Note  No,  Arm  704  are  reasonably  accurate. 

(6)  Fairings  are  required  between  bomb  and  pylon  sole  plate  to  pnvent 
hot  air  entering  the  pylon  and  oveilieating  the  ejector  release  units. 

8  ACKNOTLBDOaCSNTS 

Acknowledgement  is  miade  to  Ur.  R.S.  Howell,  iTeapons  Dept.,  R.A.S.,  who 
b\iilt  and  tested  the  photographic  recorder  and  to  the  O.C,  and  personnel  of  The 
Overseas  Bxpeilmontel  Unit,  at  R.A.7.  Idris  for  the  invaluable  assistance 
rendered  in  many  ways  throu^out  the  period  of  the  trial. 


1 


2 


3 


4 


LIST  OF  RBPBRBNCBS 


Author 

Fielding, 


Russell,  C.P.  Jnr 


Chaloner,  J.H. 
Fielding,  W.F, 


Fielding,  V.F. 


Title,  etc. 

The  kinetic  heating  of  externally-carried  conven¬ 
tional  aircraft  bombs. 

R.A.E.  Tech.  Note  No.  Jjrm  704. 

October,  1 961 , 

Investlptlon  of  aerodynamic  heating  of  external 
stores  (f-iOO,  F-IOI,  F-1O5  aircraft). 
APGC-TR-60-9. 

April,  i960. 

Tests  to  simulate  the  effects  of  kinetio  heating 
of  bombs  and  fuses  carried  internally  in  the  TSR2. 
R.A.E.  Tech.  Note  No.  Arm  677* 

Deooiaber,  1 960. 

A  theoretical  examilnatlon  of  the  problem  of  the 
kinetio  heating  of  extemally-oarrled  aircraft 
bombs. 

R.A.5.  Tech.  Note  No,  Am  702,  October,  l96l. 


-  11  - 
RESTRICTED 


BESTRICTSD 


Technical  Note  No.  NS  13 


ATTACHEDs 

Appendix  1  (including  Pigs.  App.l/Pigs.l  &  2,  Drg.  Nos.  i;7E.R.3l92>  3193^ 
Appendix  2  (including  Pigs.  A?p.2/Pig8.1-3>(Drg.  Nos.  i?:^.R.3194»  3195  and 
Tables  1-8  (Neg.  No.  l60,66l.) 

Illustrations,  Pig8.1-12  (Drg.  Nos.  '//E.R.31  ^"3207) 

Detachable  Abstract  Cards 


ADVANCE  DISTRIBUTION  LIST; 


MOA 

DA  Am 
NA/DA  Arm 
ADA  Arm  1 
A  Arm  1 (a) 

A  &  AEE  (Plt/Lt  Hayes,  Armt  /ing) 
A  St  ABE  (Mr.  L.O.  Sturgess) 

RAE 

Director 

ddrae(e) 

Pats  1/RAE 
Library 

Head  of  Noapons  Dept 
Head  of  Research  Cp 
Head  of  Projects  &p 
Mr.  Sykes/Pile 
Chief  Supt  Bedford 
Head  of  A.oro  Dept 
Hoad  of  ME  Dept 
Head  of  Structures  Dept 


EXTERNAL  TO  MOA  (THROUGH  TIL) 


Supt  A  St  AEE 
Sec  OB 

Ordnance  Board  (Capt  Rome) 

TIL  60 


Head  of  WB.1  Div  Weapons 
Hoad  of  .7E.2  Div  Weapons 
Head  of  ■.VE.3  Div  Weapons 
Head  of  WE. 4  Div  Weapons 
Head  of  \7E.5  Div  V/eapons 
Head  of  WE. 6  Div  'Weapons 
Head  of  ‘VE.?  Div  Weapons 
Dr.  A.N.  Mosses 
Mr.  S.H.  Oelman 
Mr.  J.  Cowling 
Mr.  L.  Ratcliff 
Mr.  W.P.  Fielding 
Mr.  C.  Newell 
Sq.  Ldr.  Pieldhouse 


Dr.  Runnicles,  RARDE,  Port  Heilstead 

Mr.  G.^.'.C.  Taylor,  BRDE,  Waltham  Abbey 

Mr.  Hckenzie,  X2  Branch,  HiJlDE,  Royal  Ajrsenal,  Woolwich 

Blackburn  A/C  Ltd.,  Brough,  Yorks,  -  RTO  - 

Blackburn  A/C  Ltd.,  Holme  on  Spalding  Moor, 

Market  Weighton,  Yorks.  -  attention  Mr.  M.C.  Hall 


2 

2 


RESTRICTED 


KESTSICTKD 


Technloal  Note  No.  13 


APPENDIX  1 


MET.  CONDITIONS  POR  THE  TRIAL 
PERIOD  AT  R.A.P.  IDRIS 


During  the  period  of  the  trials  solar  radiation  intensity  was  measured  on 
a  good  many  days  at  a  site  adjacent  to  the  trial. 

Eorevery  day  of  the  trials  (21 st  August  to  20th  September)  the  following 
data  was  obtained  from  the  Idris  Met.  Office  for  hourly  periods  throuj^out  the 
whole  day:- 

Shade  temperature  (°C). 

\7ind  speed  and  direction. 

Humidity. 

Sea-level  pressure. 

Low  cloud  cover. 

Table  1  of  this  i^pendix  (dves  this  data  for  the  days  on  which  Trials  1-6 
were  carried  out. 

Plgs.1  and  2  of  this  Appendix  shows  the  daily  maximum  and  minimum  ten^era- 
tures  throughout  the  whole  period  together  with  the  number  of  hours  per  day  on 
which  the  temperature: 

(a)  exceeded  30°C 

(b)  exceeded  35°C, 
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Met,  conditions  for  the  days  of  Trlala 


Quantity  (Maaured 

Date 

01.00 

02.00 

03,00 

04.00 

05.00 

06.00 

07.00 

08.00 

09.00  . 

10.00  ‘ 

I'We  (local  tl 
11.00  ,12.00 

Sladt  taaparaturo 

(«i:) 

2£nd 

19.8 

19.1 

17.6 

17.6 

17.0 

16.6 

17.3  i 

21,4 

2£.4! 

30.0: 

31.4  33.6 

Ulnd  apaad 

(knou) 

Aug. 

caa 

Cain 

caw 

caw 

caw 

caw 

caW 

Cain 

Caw 

02 

06  06 

v/lnd  dlrcetlon 

(dagroM) 

19S8 

caw 

Caw 

caw 

caw 

caw 

Caw 

CaW 

caw 

caw 

320 

350  340 

Hwidlty 

flS) 

as 

86 

84 

82 

61 

77 

61  1 

53 

60  , 

37 

30  26 

Sai>ltml  praaaure 

CBS) 

lOllbl 

1013.9 

1013.7:  1013,7 

1013.7 

1013.3 

1013.51 

<013.5  1013.9 

101 4<2 

1014.5 '  1014.7 

Low  aloud  dovar 

Htl 

Htl 

MU 

MU 

HU 

HU 

HU  ' 

HU 

:  11 

HU 

HU  HU 

Solar  intfliatty  (otlltaatu/eBif) 

• 

. 

m 

■ 

•• 

• 

i 

5.6 

36.3 

36.9, 

{ 

71.5  81.( 

Sbado  taparature 

(oC  ) 

2lith 

21.2 

20.2 

19.4 

19.0 

18.8 

19.2 

19.2; 

21.2 

24,8 

26.6, 

28.5  :  29.C 

Hind  apaad 

(knata) 

Aug. 

02 

02 

02 

03 

02 

02 

01  i 

05 

03  ; 

06  03 

Wind  dlrootlon 

(davaa) 

1962 

O60 

270 

240 

240 

210 

:-.3D  i 

230 

i 

260 

280 

Maldttgr 

»i}l 

86 

89 

8B 

91 

92 

92 

92 

88 

75  ' 

71 

64  54 

008) 

1018.8 

1018.4 

1013.1 

1018.0 !  1018.2 

1013.5 

1019.0  i 

1019.6 

1019.3’ 

1019.7 

1019.9  1019,< 

1/8 

1/8 

1/8 

HU 

2/8 

2/8 

2/8  1 

3/8 

1/8 

2/8 

7/8  6/8 

- 

- 

_ 

- 

- 

”  I 

10 

36.4'60.5/3583.U/32  ‘7/33,< 

•bade  taparatura 

(‘b) 

— 

25th 

23.8 

22.8 

21.0 

20.8 

20.2; 

23.ii 

25,8 

27.8  i 

30,0  31.1 

Hind  apea 

(knott) 

Aug. 

05 

06 

07 

04 

04 

03 

03  1 

06 

12  i 

13 

12  08 

Hind  dlroatlm 

(dagrea) 

1962 

090 

060 

070 

090 

060 

090 

110  i 

no 

140 

120  . 

110  140 

Haldlty 

Ht) 

83 

88 

88 

92 

91 

93 

94  1 

as 

73  ‘ 

62  ■ 

50  ,  43 

Saa-loTol  praaaure 

CCS) 

1019.7 

1019.3 

1019.1 

1013.9 

1019.0 

1019.0 

1019.5 

1019.8 

1019.9; 

1020.3 

1020.0  1019.( 

Lon  oloa  avar 

Mil 

HU 

MU 

HU 

HU 

1/8 

1/8 

1/0 

1/8 

1/8 

2/8  2/3 

Solar  Intaalty  (allllatta/ar) 

" 

e» 

** 

• 

• 

I 

_ 

“  i 

as 

-  1  - 

Sbaa  taparature 

(•b) 

27th 

23.4 

23.2 

22.9 

22.0 

21.6 

21.0 

20.8' 

23,2 

25.1! 

27.01 

29.2  31,J 

Hind  apaad 

(know) 

Aug. 

06 

06 

04 

06 

06 

06 

05  ; 

06 

05  • 

07  i 

06  06 

HIM  dlratton 

(dagroa) 

1962 

090 

090 

100 

110 

090 

060 

090 

080  : 

010  OlO 

Hualdlty 

at) 

75 

80 

81 

83 

82 

84 

36 

75 

65 

55  ! 

41  35 

I  8M-level  proaaurt. 

CDS) 

1017.9 

1017.4 

1017.0'  101  S.7 

1016.3 

1016,5 

1016.9 

1017.4 

1018.1' 

1018.6 

lOlJ.e  1018.) 

Lon  aloud  eovor 

Ufl 

HU 

Mil 

HU 

HU 

HU 

Kll  • 

HU 

HU 

Nil 

HU  >  HU 

SolAT  IntflMlcy  } 

• 

- 

" 

- 

> 

- 

6,5 1  59 

_ i _ 

64 

73.2:  80.! 

Shaa  taparature 

('b) 

28th 

22.4 
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APPENDIX  2 

THE  PLIGHT  RECORDER 
by 

R.  S.  Howell 


1  PLISHT  RECORDER 


The  flight  recorder  shown  schematically  in  ?ig.1  consists  of  a  Dekko  l6  mm 
camera,  modified  to  single  shot,  which  is  controlled  and  operated  by  an  electronic 
timing  circuit.  The  camera  photographs,  through  two  45°  mirrors,  the  two  instru¬ 
ments  mounted  above  it,  namely  a  temperature  indicator  and  a  clock,  which  are 
illuminated  for  the  exposure. 

2  TIMING  AND  SELECTOR  UNIT 


The  circuit  consists  basically  of  a  C.R.  time  constant  and  an  emitter 
follower  which  operates,  through  a  zener  diode,  two  relays,  a  uniselector  and  the 
camera  motor.  (See  ?lg.2.) 

The  circuit  supply  voltage  is  stabilised  at  l6.8  volts  by  the  three  zener 
diodes  D.1 ,  D.2  and  D.3.  This  voltage  charges  C.1  through  R.2,  The  voltage  on 
C.1  is  impressed  through  the  emitter  follower  TR.1 ,  onto  the  zener  diode  D.4. 

At  approximately  3*^  volts  the  diode  breaks  down  and  TR.2  conducts  allowing 
relay  A  to  energise.  Relay  A  has  four  sets  of  contacts,  three  of  which  are  used. 

A. 1  provides  a  hold-on  path  for  the  relay,  A.4  switches  on  the  instrument  lift¬ 
ing  and  A. 3  switches  positive  volts  onto  the  camera  motor.  The  camera  runs  until 
S>?.i  is  made.  This  is  a  commutator  switch  operated  by  the  camera  motor.  SV.1 
completes  an  energising  path  for  relay  B.  Relay  B  has  four  sets  of  contacts,  all 
of  which  are  used.  B.3  short  circuits  C.1  reducing  the  volts  across  it  to  zero, 

B. 2  provides  a  hold  on  path  for  the  relay  through  SW.R,  B.4  open  circuits  the 
coil  of  relay  A  causing  the  camera  to  stop,  and  B.1  switches  volts  onto  the  coll 
of  the  uniselector  allowing  it  to  operate  once.  In  operating,  the  uniselector 
open  circuits  the  energising  coil  of  relay  B  through  ST/itoh  S‘/.2.  Relay  B  de¬ 
energising  allows  the  whole  cycle  of  events  to  be  repented  at  a  period  governed 
by  the  time  constant  C.1  R.2. 

Fig. 3  shows  the  complete  recorder  mounted  on  anti-vibration  mountings  in  a 
No. 114  bomb  tall.  By  unscrewing  t\To  knurled  nuts,  the  whole  unit  con  be  with¬ 
drawn  from  the  tall,  and  is  shown  in  Flg.4. 

3  TESTING 


The  unit  has  been  tested  to  operate  and  give  satisfactory  photographs  under 
vibration  and  also  at  an  ambient  temperature  of  70°C  for  1  hour.  In  fli^t,  the 
space  between  bomb  tail  and  recorder  was  packed  with  glass-wool  to  provide  some 
heat  insulation,  but  in  fact,  under  the  conditions  available  for  the  flights, 
this  was  not  really  necessary. 


ATTACHED; 

Drg.  Nos.  vra.R.3l 94-31 95 
Neg.  Nos.  160,661 
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FIG.i. 
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TABLE  1 


Bomb  teiBPerature»  for  ground  trial  No«1  1000  lb  llk.10  bomb,  no 


|U 

06.00 

07.00 

08.00 

09.00 

10.00 

Daylight  06.30 

H 

Gauge  No.1 

• 

•• 

■MU 

IHIII 

■ 

2 

20®C 

20.2‘’C 

26,6®C 

34®C 

39.1 "C 

42®C 

43.6°C 

43.8“C 

4i 

3 

20 

20 

21.7 

27.2 

31.2 

35 

37.7 

39.2 

¥ 

4 

20 

20.6 

24.2 

30.4 

36.5 

41.8 

47.2 

51 

51 

5 

20 

20 

22.6 

27.9 

33.2 

37.8 

42.6 

46.6 

4! 

6 

20 

20 

21.2 

24.4 

29 

33 

37.8 

41.4 

4J 

7 

20 

20 

22.4 

27.8 

31.4 

35.2 

37.5 

39.4 

4i 

8 

20 

20 

21.4 

26 

29.6 

32.8 

35.8 

38 

¥ 

9 

20 

20 

20 

22.4 

23.6 

28.6 

■  31 

33.8 

> 

10 

20 

21.5 

34.4 

43.1 

46.2 

48 

47.8 

46.6 

4: 

11 

20 

20.8 

28.5 

35.8 

39.6 

41.8 

42.4 

42.8 

4 

12 

20 

20.2 

22.2 

28.1 

31.8 

35 

36.4 

37.4 

3 

13 

20 

21.6 

25.6 

31.4 

36.6 

42 

47.6 

52.6 

5- 

14 

20 

20 

23.2 

27.2 

31.2 

36.4  . 

40 

45 

4 

15 

20 

20 

20.6 

23.7 

27.2 

30.6  • 

35.2 

39.2 

4 

16 

20 

20 

23.2 

27.6 

30.4 

32.6 

34.4 

36.4 

3 

17 

20 

20 

21,8 

26 

28.6 

30.8 

32.8 

35 

3 

18 

20 

20 

20 

21.9 

24.3 

26.5 

28,3 

30.3 

3 

22 

— 

mm 

•a 

-» 

•a 

. 

23 

20 

20.2 

29.2 

35.4 

37.4 

39.8 

40.6 

42.4 

4« 

Bomb  akin:- 

Kbae, 

gauge a  1,4,7 

Rear,  gaugea  10,13,16 

Surface  of  filling;- 

-  Noae, 

gaugea  2,5,8 

Rear,  gauges  11,14,17 

3 

oma  into  filling:- 

Noae, 

gaugoa  3,6,9 

Rear,  gauges  12,15,18 

V.T,  fuse:- 

Power 

unit,  gauge  22 

Amplifier,  gauge  2}) 

Met.  oonditions 

Auguat  22nd  1982. 

Solar  radiation 
(milliwatta/om^) 

- 

5.6 

36.3 

36.9 

71.5 

81.6 

84.6 

84 

T 

Shade  taiq;>arature 

22.4 

21.4 

22.4 

34.6 

("c) 

30.0 

31.4 

33.2 

35.0 

3 

Cloud  oovarage 

1 

Nil  oloud  all  da 
1  1 

r 
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TABU  1 


)  temperaturei  for  grovad  trial  No.1  1000  lb  Mk.10  bomb,  noae  pointing  to  south 


B 


T 


06.00 

Dayli 

06.. 

07.00 

Lfi^it 

06.00 

‘’c 

09.00 

10.00 

Gauge  No*1 

18 

18.5 

19.4 

26 

2 

18 

18.5 

19.3 

23.5 

3 

18 

18 

18 

20 

4 

18 

18.6 

19.5 

29.5 

5 

18 

19 

19 

26.5 

6 

18 

18 

18.5 

22 

7 

18 

18.3 

19 

22.5 

8 

18 

18 

18.4 

21 

9 

18 

18 

18 

18.5 

10 

18 

19.2 

20,4 

26 

11 

18 

19 

19.5 

23 

12 

18 

18 

18 

19.5 

13 

18 

19.5 

21.3 

30.5 

it 

18 

18.2 

19.4 

25.5 

15 

18 

18 

18.2 

22 

16 

18 

18 

18.4 

21 

17 

18 

18 

18 

20 

18 

18 

18 

18 

B 

Si 

3 

18 

mb  ski 
orfaoe 

one  In 

Met.  oondltlone  -  24^25th  lusust.  1962 

Solar  radiation 
(oilliwatta  /on*) 

* 

10 

36 .4 

35 

min. 

60.5 

max. 

Shade  teqperature 

19.2 

21 .2 

24.8 

26.6 

c: 


2/8 


RSSTRICIEl) 


TAmn  2 


ground  trial  No. 2 


1000  lb  iflc.lO  bon 


Times  (&.M.T 

+  2  hrs) 

14.00 

15.00 

16*00 

17.00 

18.00 

1 

°C 

°c 

°C 

L, 

36.3 

37 

33 

3 

31 

32.6 

32.6 

3 

44 

44.5 

33 

3 

41 

42 

40.8 

39 

35 

3 

36.2 

38 

38.5 

37.6 

34.6 

3 

33.5 

34.5 

34.3 

33.3 

31 .3 

3' 

32 

33.5 

33.8 

33 

33 

3 

28.3 

30.1 

31.3 

31.3 

32.3 

3' 

38 

38.8 

38.5 

36.6 

33 

3' 

34.6 

36 

36,4 

35 

32.8 

31 

28.8 

30.4 

31.6 

32 

31 

3' 

45.5 

47.5 

45.1 

40.1 

33.9 

31 

40 

42 

40.8 

34 

3' 

35.2 

37.5 

37.8 

37 

34 

3: 

30.4 

31.8 

32 

29.8 

21 

29 

30.5 

31 

30.6 

29 

21 

25 

26.4 

27 

27.4 

27.5 

2- 

.ugea  1 

,  4,  7 

Rear. 

gauges 

10.  13.  1 

kugee  2 

,  5,  8 

Rear. 

gauges 

11.  14 

,  1 

.ugee  3»  6»  9 

Recur. 

gauges 

12.  15,  1 

94 

78 

u 

44.5 

33.5 

i 

32.3 

32.2 

32.0 

31.2 

30.0 

2c 

3/8 

4/8 

3/8 

2/6 

Nil 

2 
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TABLH  2 

mb  temperaturea  for  ground  trial  No. 2.  1000  lb  Mk.lO  bomb,  nose  pointing  to  east 


Times  (G.M.T  +  2  hrs) 


12.00 

°C 

13.00 

14.00 

15.00 

°C 

18.00 

19.00 

21 .00 

°C 

22.00 

°C 

23. OC 

■ 

°C 

29.5 

- 

•i 

26 

24.6 

24 

27.5 

29.5 

32.8 

36.3 

37 

36.5 

35.5 

31 

28.5 

26.9 

25.9 

24.7 

22.5 

25.5 

27.8 

31 

32.6 

33.5 

33.5 

32.6 

31.5 

29 

28 

26.6 

25.8 

33 

38.5 

42.4 

44 

44.5 

4l  .8 

37.8 

33 

30.3 

28 

26 

25 

24 

29 

35 

38 

41 

42 

40.8 

39 

35 

31.5 

28.5 

26.9 

25.5 

24.9 

25.5 

30 

33 

36.2 

38 

38.5 

37.6 

34.6 

33.2 

30.2 

28.5 

27.3 

26 

25.5 

28.5 

31 

33.5 

34.5 

34.3 

33.3 

31.3 

30.5 

28.9 

26.5 

25.5 

25 

2i*. 

27.5 

29.6 

32 

33.5 

33.8 

33 

33 

31 

29 

27.2 

25.8 

25 

21.5 

24.5 

26.3 

28.3 

30.1 

31.3 

31.3 

32.3 

30.5 

29.5 

27.5 

26.3 

25.3 

29.5 

33.5 

35.6 

38 

38.8 

38.5 

36.6 

33 

30 

27 

25.4 

24.4 

23.6 

26.5 

29.5 

32 

34.6 

36 

36.4 

35 

32.8 

30.5 

28 

26.3 

25.6 

24.5 

22 

25 

26.6 

28.8 

30.4 

31.6 

32 

31 

30 

28 

26.8 

26 

24.8 

34.7 

40.5 

44.5 

47.5 

45.1 

40.1 

33.9 

30.5 

27.5 

26 

25 

24 

28 

34 

37 

42 

40.8 

38 

34 

31 .8 

28.2 

27 

26 

25 

24.6 

28.5 

35.2 

37.5 

37.8 

37 

34 

32.8 

30 

28 

27 

25.5 

23.5 

26 

28 

30.4 

31.8 

32 

31 

29.8 

28 

26.5 

25.5 

24.5 

23.8 

22.6 

25 

27.2 

29 

30.5 

31 

30.6 

29 

28.5 

27 

25 

24 

23 

19 

21 

23 

25 

26.4 

27 

27.4 

27.5 

27.5 

26.6 

26 

24 

24.4 

:  NosSf  gc^uges  1 

.  4,  7 

Sear. 

gauges 

10,13,16  No  V.T. 

fuze  fitted 

r  filling:  Nose,  gauges  2 

,  5,  8 

Near. 

gauges 

11,  14 

,  17 

0  filling:  Nose,  gauges  3i  6,  9 

Bscuri 

gauges 

12,  15,  18 

Sauge  1  parUy  InoperstiTS 

52 

53.6 

36.0 

94 

78 

66 

44.5 

33.5 

6.6 

Din. 

ndn.  1  min. 

35.8 

97 

')3.5 

MX. 

max. 

max. 

28.5 

29.8 

29.0 

32.3 

32.2 

32.0 

31.2 

30.0 

28.6 

27.4 

26.4 

25.8 

25.1 

7/8 

6/8 

5/8 

3/8 

_ L 

4/8 

3/8 

2/6 

Nil 

2/8 

2/8 

1/8 

Nil 

Nil 
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TABia  3 

oeraturos  for  /gound  trial  NOi5.  1000  lb  Mk.lO  ' 


Timas  (&.M.T.  +  2  hrs) 


12.00 

13.00 

14.00 

15.00 

16.00 

17.00 

18.00 

0^ 

0 

0^ 

0^ 

0^ 

0_ 

c 

c 

c 

C 

c 

c 

c 

38.2 

41.4 

43.2 

44.2 

43 

41.8 

40.2 

34.2 

37.8 

39.3 

41.2 

41.2 

40.6 

39.8 

29.8 

32 

35 

37 

38 

38 

38.2 

49.6 

50 

50.2 

47.2 

43.4 

41 

40,8 

45 

47A 

44*8 

42 

35 

39.4 

41.8 

42.3 

43.52 

42.8 

41 .6 

33.6 

37.6 

38.6 

29.8 

33.8 

35.8 

38 

38.4 

38 

38.2 

26.8 

30 

33 

35.4 

36.4 

37 

37.4 

37.2 

40.4 

42.6 

44.4 

43.2 

43 

41.6 

31.8 

35.8 

39.3 

39u8 

40 

29.8 

27.4 

30.4 

32.9 

34.8 

36.1 

36.4 

48 

52 

53 

53.8 

60.8 

57 

42 

39.4 

44.4 

^.4 

47.9 

46,4 

44.4 

41 .6 

32.8 

39.8 

4l  .8 

42.4 

42 

40.8 

29.8 

33.2 

35.2 

36,4 

36.8 

36.8 

36.2 

28.6 

31.6 

33.4 

35.6 

36 

35.6 

24.4 

27 

29 

30.5 

31 .4 

32 

32.2 

:  Nose,  gauges  1 ,  4,  7»  Rear,  gauges  1( 

‘illing;  Nose,  gauges  2,  5,  8,  Rear,  gauges  11 

lUing:  Nose,  gauges  3,  6,  9  Rear,  gauges 


30.5 

83.9 

84.6 

83.9 

65.4 

47.1 

21 

31.2 

32.2 

32.8 

33.2 

32.6 

32.8 

30 

Nil 

1/8 

2/8 

3/8 

3/8 

1/8 

1/8 

RESTRICISD 


I 

'o 

29.2 

28.2 

30 

29.2 

30 

29.6 

29.6 

29 

31 

30 

30.8 

30 

29.6 

28.6 

31 

29 

32.4 

28.8 

28.4 

27.4 

28.8 

28 

29.6 

28.6 

29.4 

28.2 

29.4 

29.4 

30 

29 

28.2 

27.4 

29 

28 

29 

28 

22.4 

22 

Nil 

2  21.2 
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•  ground  trial  No, 4.. 


lABLE  L 


1000  lb  Mk.10  bomb  on  Buccaneer  pylon. 


Tima  (O.U.T.  +  2  hrs)  Sept, 15fch  19^2 


10.30 

11.00 

11.30 

UngQm 

12.30 

2JU3‘'C 

25.3°C 

25.1“C 

25.7“C 

25.3 °C 

25.7“C 

24.1 

23.9 

25.3 

25.7 

25.7 

26.3 

23.5 

23.5 

24.5 

25.1 

25.1 

25.5 

24.1 

24.5 

24.5 

26 

26 

26.9 

23.7 

24.1 

24.5 

25.5 

25.5 

25.9 

24.1 

24.1 

24.3 

25.1 

24.9 

25.3 

23.9 

24.9 

24.7 

•  25.9 

25.9 

26.3 

23.9 

24.7 

24.7 

25.5 

25.9 

25.9 

24.3 

24.3 

24.3 

24.7 

24.7 

24.9 

23.5 

23.5 

23.5 

23.5 

23.5 

23.5 

23.5 

23.5 

23.5 

23.5 

23.5 

23.5  : 

Bomb  oase;-  gauges  1,  4^  8 

Surfaoe  of  filling:  gauges  2,  3,  9 
3  oms  Into  filling:  gauges  7,  11,  12 


blons  Septmber  15th,  1962 


55 

64.5 

68.8 

37.0 

64.8 

85.4 

25.5 

m 

27.6 

27.8 

■a 

5 

- 

5 

- 

7 

- 

130 

- 

120 

- 

060 

- 

- 

1/8 

- 

5/8 

- 
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TABLE  5 

1000  lb  Mlc.10  bomb  parried  In  Buccaneer  baij?  bt^r.  Temperaturea  inuring  flight  at  Idris.  Septan 


Gauge  No* 

5 

10 

T1 

me  (mil 
20 

autes) 

1251 

m 

1^ 

WHIM 

IHHI 

HU 

1 

— 

^.7 

13.3 

18,1 

2 

0 

1.2 

3.1 

4.2 

7.9 

Wm 

BKI 

12 

3 

0 

0.2 

0.5 

0.7 

1.1 

1.9 

iRn 

Kg 

3.9 

4 

0 

2.7 

6.7 

8.9 

12.7 

14.7 

17.5 

17.8 

5 

0 

0.9 

2.7 

4 

6.5 

8.8 

10.3 

10.9 

11.6 

6 

0 

0 

0.3 

0.8 

0.9 

1.5 

2.2 

2.9 

3.5 

8 

0 

4.1 

7.1 

10.7 

13 

16 

17.8 

18.4 

18 

9 

0 

1.5 

3.2 

7.1 

8.4 

9.9 

11.2 

12.1 

12.4 

10 

0 

0.4 

0.7 

0.6 

1.3 

2 

3.1 

3.9 

4 

11 

0 

13 

21.6 

27.4 

30.9 

33.5 

34.6 

35.2 

35.2 

12 

0 

9.5 

15.6 

20.6 

24.1 

26.3 

28.8 

30 

31 

Mean  initial  ten^erature  of  whole  bomb  32°C 

1 

32 

38 

39.8 

42.7 

45.3 

47.8 

49.5 

49.5 

50.1 

2 

32 

33.2 

35.1 

36.2 

39.9 

41.5 

42.6 

43.8 

44 

3 

32 

32.2 

32.5 

32.7 

33.1 

33.9 

34.8 

35.7 

35.9 

4 

32 

34.7 

38.7 

t*0,9 

A4.7 

46.7 

48.6 

49.5 

49.8 

5 

32 

32.9 

34.7 

36 

38.5 

40.8 

42.3 

42.9 

43.6 

6 

32 

32 

32.3 

32.8 

32.9 

33.5 

34.4 

34.9 

35.5 

8 

32 

36.1 

39.1 

42.7 

45 

48 

49.8 

50.4 

50 

9 

32 

33.5 

35.2 

39.1 

4o*4 

41.9 

43.2 

44.1 

44.4 

10 

32 

32.4 

32.7 

32.6 

33.3 

34 

35.1 

35.9 

36 

11 

32 

45 

53.6 

59.4 

62.9 

65.5 

66.6 

67.2 

67.2 

12 

32 

41.5 

47.6 

52.6 

56.1 

58.3 

60.8 

62 

63 

Boob  skin 

32 

35.6 

39.2 

42.1 

45 

47.5 

49.3 

49.8 

50 

Surfaoe  of  filling 

32 

33.2 

35 

37.1 

39.6 

41.4 

42.7 

43.6 

44 

3  oma  into  filling 

32 

32.2 

32.5 

32.7 

33.1 

33.8 

34.7 

35.5 

35.8 

V.T.  fuse  pomr  unit 

32 

45 

53.6 

59.4 

62.9 

65.5 

66.6 

67.2 

67.2 

V.T.  fuse  asqilifier 

32 

41.5 

47.6 

52.6 

56.1 

58.3 

60.8 

62 

63 

Flight  eon 

Helfi^t  50 
Speed  U 
Take  off 
Ambient  te 


BonA  ease 
Surface  of 
3  oma  into 
V,T.  fuse 
V.T.  fuse 
Gauge  If  I 


Boob  in  f c 
fonrard  pc 


Teoperatui 
exoeed  65‘ 


21 
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TABLE  5 

fried  In  Buooaneer  bomb  bay.  Temperaturee  obtained  during  flight  at  Idrie.  September  20th  1962 


1  5  1 

10 

Ti 

15 

me  (mil 
20 

mtes) 

25 

30 

PP 

40 

5 

aerature  rises 

Tjjn — 

7:b^ 

“.7 

13.3 

15.8 

17.5 

17.5 

18,1 

1.2 

3.1 

4.2 

7.9 

9.5 

10.6 

11*8 

12 

0*2 

0.5 

0*7 

1.1 

1.9 

2.8 

3.7 

3.9 

2*7 

6.7 

8*9 

12.7 

14.7 

16*6 

17.5 

17.8 

0*9 

2.7 

4 

6.5 

8.8 

10*3 

10*9 

11*6 

0 

0.3 

0*8 

0*9 

1.5 

2.2 

2*9 

3.5 

4.1 

7.1 

10*7 

13 

16 

17.8 

18*4 

18 

1*5 

3.2 

7.1 

8*4 

9.9 

11*2 

12.1 

12*4 

0*4 

0.7 

0*6 

1*3 

2 

3.1 

3.9 

4 

13 

21*6 

27*4 

30.9 

33.5 

34*6 

35*2 

35.2 

9*5 

15.6 

20*6 

24.1 

26.3 

28*8 

30 

31 

lan  initial  temperature  of  whole  bomb  32°C 

36 

39.8 

it2*7 

45.3 

47.8 

49.5 

49.5 

50.1 

33.2 

35.1 

36.2 

39.9 

41.5 

42.6 

43.8 

44 

32*2 

32.5 

32.7 

33.1 

33.9 

34.8 

35.7 

35.9 

34.7 

38.7 

40*9 

44.7 

46.7 

48.6 

49.5 

49.8 

32*9 

34.7 

36 

38.5 

40.8 

42.3 

42.9 

43.6 

32 

32.3 

32.8 

32.9 

33.5 

34.4 

34.9 

35.5 

36.1 

39*1 

42.7 

45 

48 

49.8 

50.4 

50 

33.5 

35.2 

39*1 

40*4 

41.9 

43.2 

44.1 

44*4 

32.4 

32.7 

32*6 

33.3 

34 

35.1 

35.9 

36 

45 

53.6 

59.4 

62*9 

65.5 

66*6 

67.2 

67*2 

41*5 

47.6 

52*6 

56.1 

58.3 

60*8 

62 

63 

. 

35.6 

39.2 

42.1 

45 

47.5 

49.3 

49.8 

50 

33.2 

35 

37.1 

39*6 

41.4 

42.7 

43.6 

44 

32.2 

32.5 

32.7 

33.1 

33.8 

34.7 

35.5 

35.8 

45 

53.6 

59.4 

62*9 

65.5 

66*6 

67.2 

67.2 

41.5 

47.6 

52.6 

56.1 

58.3 

60*8 

62 

63 

night  eonditlona 

Hel^t  500  ft 
Speed  H  s  0*81 
Take  off  -  12.00  hre 
Ambient  temperature  30°C 


Bomb  case 

gauges 

1. 

8 

Surface  of  filling 

gauges 

2,  5, 

9 

3  oms  into  filling 

gauges 

3,  6, 

10 

V.T.  fuse  power  unit 

gauge 

11 

V.T.  fuse  amplifier 

gauge 

12 

Gauge  7,  refsrenoe  point,  no  recording 


Bonb  in  forward  staxboard  position  (door*  open)  or 
forward  port  position  idian  doers  closed* 


Teiqperstures  of  SJl.U.  cartridges  did  not 
exceed  65°C* 
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TABLE  6 

1CXX)  lb  Mk.10  bomb  ptaylad  on  Buoeaneer  port  Inboard  pylon.  Tenperaturea  obtained  during  flight  at  Idrla.  Segl 


Gauge  No. 

LAI 

10 

Time 

15 

(minut 

20 

ea) 

25 

30 

35 

40 

Temoerature 

riaea 

1 

0 

12.5 

24.7 

27 

28 

28.4 

27.8 

28.7 

27 

2 

0 

3.4 

9.5 

14.4 

18.2 

20.4 

21.5 

21.3 

21.6 

3 

0 

0.3 

0.8 

1.8 

3.5 

4.5 

6.8 

8.6 

10.1 

4 

0 

12 

24.3 

26.4 

27 

27.6 

27.6 

27.5 

26.4 

5 

0 

2.2 

8.6 

14 

16.8 

18.2 

19.9 

21.7 

21.2 

6 

0 

0.1 

0.3 

1.6 

2.9 

5 

6.4 

8 

9.6 

8 

0 

14.5 

26 

30.6 

30.8 

31 

31 

30.8 

28.3 

9 

0 

4.8 

10.4 

15.1 

19 

21.4 

23.7 

23 

22,9 

10 

0 

0.5 

2.2 

2.6 

5.6 

7 

9 

10.4 

12.1 

11 

0 

16.1 

28.5 

33 

33.7 

33.5 

34 

33.5 

28 

12 

0 

14 

26 

31 

32 

32.5 

32.3 

32 

30 

Mean  initial  tenperaturea 

•  Bomb  oaae, 

32°C,  surface 

of 

filling  30‘’C,  3  oma  into  filling  28‘*C,V.T.  fuse  32“C, 

Tempc 

iraturea  obtained  (°C) 

1 

32 

44.5 

56.7 

59 

60 

60.4 

59.8 

60,7 

59 

2 

30 

33.4 

39.5 

44.4 

48.2 

50.4 

51.5 

51.3 

51.6 

3 

28 

28.3 

28.6 

29.8 

31.5 

32.5 

34.8 

36.6 

38.1 

4 

32 

A4 

56.3 

58.4 

59 

59.6 

59.6 

59.5 

58.4 

5 

30 

32.2 

38.6 

44 

46.8 

48.2 

49.9 

51.7 

51.2 

6 

28 

28.1 

28.3 

29.6 

33 

34.4 

36 

37.6 

8 

32 

46.5 

58 

62.6 

62.8 

63 

63 

62.8 

60,3 

9 

30 

34.6 

i«0.4 

45.1 

49 

51.4 

53.7 

53 

52.9 

10 

28 

28.5 

30.2 

30.6 

33.6 

35 

37 

38.4 

40.1 

11 

32 

48.1 

60.5 

65 

65.7 

65.5 

66 

65.5 

60 

12 

32 

46 

58 

63 

64 

64.5 

64.3 

64 

62 

Mean  temoeraturea  (°C) 

Bond)  oaae 

32 

45 

57 

60 

60.6 

61 

60.8 

61 

59.4 

Surface  of  filling 

30 

33.4 

39.5 

44.5 

48 

50 

51.7 

52 

51.9 

3  oms  into  filling 

28 

28.3 

29 

30 

32 

33.5 

35.4 

37 

38.6 

V.T.  fuse  power  unit 

32 

i.8.1 

60.5 

65 

65.7 

65.5 

66 

65.5 

60 

V.T.  fuse  anplifler 

32 

46 

58 

63 

64 

64.5 

64.3 

64 

62 

Theoretioal  tesiDeraturee 

1X1 

3  oma  into  filling 

1  . 

28 

30.1 

32.1 

33.6 

34.5 

1  36.5 

38.2 

39 

39.9 

Pllidit 

Hei£^t 

Speed 

Take-ol 

Amblen- 


Bomb  0( 
Suxfeo« 
3  ODB  : 
V.T,  fi 
V.T.  fi 
Gauge 


bi-li 
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TABUS  7 

Calculated  flight  limitations  for  V.T.  fuzee  Nos. 906  and  907 
when  their  temperatures  must  not  exceed  70°C 


Sea  level 
temperature 

c 

0 

Lii 

2000 

ft 

liting  M 
5000 
ft 

ach  numbe 
10,000 
ft 

r  for  hei 
20,000 
ft 

ghts  of;- 

30,000 

ft 

Tropopause 

-26 

1  .U5 

1.45 

1.45 

1.55 

n 

2.15 

-20 

1.4 

1 .4 

1 .45 

1.5 

00 

• 

2.15 

-15 

1.35 

1 .4 

1.4 

1 .45 

1 .65 

1.8 

2.1 

-10 

1.3 

1 .3 

1.5 

1 .45 

1 .6 

1.75 

2.05 

-  5 

1.25 

1.3 

1.3 

1.4 

i;55 

1.75 

2.0 

0 

1.2 

1.2 

1.25 

1.35 

1.5 

1.7 

1.95 

5 

1.15 

1 .2 

1 .2 

1.3 

1.5 

1 .65 

1.9 

10 

1 .1 

1 .1 

1 .2 

1.25 

1.45 

1 .65 

1 .85 

15 

1 .0 

1.1 

1 .15 

1.25 

1 .4 

1 .6 

1.8 

20 

1.0 

1 .0 

1 .1 

1.2 

1 .4 

1.6 

1.75 

25 

0.9 

1 .0 

1 .1 

1.15 

1.35 

1.55 

1.75 

30 

0.9 

1 .0 

1.05 

1.15 

1.35 

1.55 

1.75 

35 

0.8 

0.95 

1.0 

1 .1 

1.35 

1.5 

1.7 

W 

0.7 

0.95 

1 .0 

1 .1 

1.3 

1.45 

1.7 

^5 

0.7 

0.9 

0.95 

1 .05 

1.3 

1.45 

1 .65 

50 

0.6 

0.9 

0.9 

1 .05 

1.25 

1 .4 

1.6 

NOTE:  (1) 


For  speeds  in  excess  of  the  above*  temperature  limits  will  be 
exceeded  for  any  flight  in  excess  of  10  minutes  duration. 


(2)  Values  above  are  rounded  to  the  nearest  0.05H. 
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TABLE  8 


Calculated  fll^t  limitations  for  1000  lb  hombe  when  the  bomb 
filling  temperature  muat  not  exceed  80”C  ai  a  depth  of 
3  ome  after  40  minutes  flight 


Sea  level 
teo^erature 
°C 

0 

Tropopause 

-26 

2.5 

2.5 

2.5 

2.6 

2.75 

2.85 

3.15 

-20 

2.4 

2.4 

2.4 

2.55 

2.7 

2.8 

3.1 

-15 

2.3 

2.3 

2.35 

2.5 

2.65 

2.8 

3.05 

-10 

2.25 

2.25 

2.3 

2.4 

2.6 

2.75 

3.0 

-5 

2.2 

2.2 

2.2 

2.35 

2.55 

2.75 

2.95 

0 

2.1 

2.1 

2.15 

2.3 

2.5 

2.7 

2.9 

5 

2.0 

2.05 

2.1 

2.25 

2.45 

2.7 

2.83 

10 

1.95 

2.0 

2.05 

2.2 

2.4 

2.65 

2.8 

15 

1.85 

1.9 

1.95 

2.15 

2.35 

2.65 

2.75 

20 

1.8 

1.85 

1.9 

2.1 

2.3 

2.6 

2.75 

25 

1,75 

1.8 

1.85 

2.0 

2.25 

2.6 

2.7 

30 

1 ,65 

1.75 

1.8 

1.95 

2.2 

2.55 

2.7 

35 

1 .6 

1,65 

1.75 

1 .9 

2.15 

2.5 

2.65 

W 

1.5 

1.6 

1.7 

1 .85 

2.1 

2.5 

2.65 

45 

1.45 

1.5 

1.6 

1.8 

2.05 

2.45 

2.65 

50 

1.35 

1.45 

1.55 

1.75 

1.0 

2.4 

2.6 

NOTE;  (l )  These  limitations  apply  only  to  the  homb  itself*  or  one  with 
fuzes  inserted  in  fuze  wells  within  the  bomb  nose  or  tail. 
They  do  not  apply  to  a  V.T.  fuze  external  to  the  bomb. 


(2)  Initial  besnb  ten^eratures  assumed  (see  Ref.V):- 


Sea  level  temp. 

-26  to  -10°C 
-  9.9  to  +10OC 

10.1  to  30°C 

30.1  to  50®C 


Initial  bomb  temp. 

-20°C 

OOC 

20®C 

30®C 


(3)  Values  are  rounded  to  the  nearest  0.05H. 
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RG.I.RESISTANCE  THERMOMETER  ELEMENTS  IN  BOMB. 


MniV>IMVIU 


T.N.WK.IS. 

FIG.  3. 


TN.  Wt.l3 
FIG .  4. 


FIG.4.iOOO  La  MK.  lO  BOMB  ON  GROUND.  TRIAL  No.l.  TEMPERATURES  RECORDED 
AT  A  DEPTH  OF  3  CMS.  INTO  THE  RLLING.  BOMB  NOSE  TO  SOUTH. 


MtO  OOM  0033  0002  OOtl  0091  009*  0031  0001  0000  0090 


i 


T.N.WI  0 

FIG.  5. 


T.N.Wt.t3 

FIG.7. 


r.N.WE.13 

FIG.S. 


FI6.a  lOOO  LB.MK.IO  BOMB  ON  GROUND.  TRIAL  Ho.3.  TEMPERATURES  RECORDED 

ON  BOMB  SKIN.  BOMB  NOSE  TO  EAST. 


FI6.9.  lOOO  LB.  MK.IO  BOMB  ON  GROUND.  TRIAL  No.3.  TEMPERATURES  RECORDED 

AT  SURFACE  OF  FILLING.  BOMB  NOSE  TO  EAST. 


Wl.f(.  3t0ft 


T.N.  WB.I3 


FIG.lUQ4b)IOOOLB.  MK.IO  BOMB  IN  BUCXANEER  BOMB  BAY. 
TEMPERATURES  RECORDED  IN  BOMB  AND  V.T  FUZE 
DURING  FLIGHT.  TRIAL  No.5. 


TN.Wt.a 


«C0  aOMt  TEMPERATURES 


FIGBCiMIOOO  lA.MK.IO  BOMB  ON  BUCCANEER  PORTINBCMRO 
PYLON.  TEMPERATURES  RECORDED  IN  BOMS  AND  V.T  FUZE 

DURING  FLIGHT.  TRIAL  Ne.«. 
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